Sioux Falls School District Fall 2019 Initial Enrollment 
Executive Summary 


Purpose of Report: The Director of Information and Technology Services will present 
an oral report on the District’s 2019-2020 initial enrollment FTE numbers based on the 
active enrollments at the end of the 4*^ day of school. 


Administrative Recommendation to School Board: Acknowledge the Fall 2019 
Enrollment Report. 


Report Prepared by: Information & Technology Services 
Presented by: Ryan Knutson 


September 9, 2019 
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2019-2020 Initial Enrollment Report 
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